GAS STATION INFORMATION 


Auxiliary catch lever 

■ 

Trunk opener 

■ 

Fuel filler door 


R 388 R 日 3 R 88 



Hood lock release lever ■ Fuel filler door opener llire inflation pressure 


R388 R 88 R520 


Fuel tank capacity 
(Reference) 

17.2 gal. (65 し 14.3 Imp. gal.) 

Fuel type 

Unleaded gasoline only P.89,513 

Cold tire inflation 
pressure 

R 520 

Engine oil capacity 
(Drain and refill —— 
reference) 

qt . (し Imp. qt.) 

(2WD models) (AWD models) 

Without filter 6.2 (5.9,5.2) 6.3 (6.0,5.3) 

With filter 6.7 (6.3,5.5) 6.8 (6.4,5.6) 

Engine oil type 

R514 


584 






























